To:  Copeland,  Michael[Copeland. Michael@epa.gov] 

From:  Faulk,  Libby 

Sent:  Fri  8/7/201 5 2:25:06  PM 

Subject:  RE:  Gold  King  Mine  Blowout  Response  Contact  List  update 


Thanks! 


Libby  Faulk,  Program  Manager 

Public  Affairs  and  Community  Involvement 

US  EPA,  Region  8 

1595  Wynkoop  Street 

Denver,  CO  80202 

faulk.libby@epa.gov 

303-312-6083 


From:  Copeland,  Michael 

Sent:  Friday,  August  07,  2015  8:23  AM 

To:  Smith,  Paula;  Hestmark,  Martin;  Ostrander,  David;  Mylott,  Richard;  Dhieux,  Joyel; 
Ackerman,  Joyce;  Cristiano,  Gina;  Farris,  Laura;  Myers,  Craig;  McComb,  Martin;  Chavez,  Luke; 
Stevenson,  Peter;  Griswold,  Hays;  Faulk,  Libby;  Mohr,  Mindy;  Bahrman,  Sarah;  Werner, 

Phillip;  McKean,  Deborah;  Brobst,  Bob;  Russo,  Rebecca;  Copeland,  Michael;  Webster,  Susan; 
Foster,  Althea;  Garcia,  David;  Restivo,  Angela;  Crossland,  Ronnie;  Wall,  Dan 
Subject:  Gold  King  Mine  Blowout  Response  Contact  List  update 


Attached  is  the  update  of  the  contact  list.  Please  let  me  know  if  you  have  any  updates  or 
corrections. 

-Michael 


Michael  Copeland,  P,E, 

CDR  USPHS 

Water  Security  Coordinator 

Nitrates  Rule  Manager 

US  EPA  Region  8,  M/C  8P-W-DW 
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1595  Wynkoop  Street 
Denver,  CO  80202-1129 
voice  -(303)  312-6010 
fax-  (877)-876-9101 
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